FIGURE 6-5  Comparison of options for long-term disposition of weapons plutonium
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Existing LMRs (no repro)ition options described in this chapter. Any figure of this kind can only be an illustrative overview of the options and issues; by their nature, such figures are oversimplifications. Moreover, these ratings are inevitably judgmental. The committee chose to use only three ratings—high, moderate, and low—because the information available cannot confidently support more detailed assessments. This inevitably means that there may be wide variations among options that receive the same rating; two options might each be expensive enough to be rated as having "high" cost, for example, but one might be several times as expensive as the other.
